To:  Tyler,  Patti[Tyler.Patti@epa.gov];  Graham,  Kathleen[Graham. Kathleen@epa.gov];  Dyment, 

Stephen[Dyment.Stephen@epa.gov];  vanDrunick,  Suzanne[vanDrunick. Suzanne@epa.gov] 

From:  Nye,  Michael 

Sent:  Wed  8/12/2015  7:05:00  PM 

Subject:  RE:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 


Thanks  Patti!  Great  to  meet  with  you  today. 


Mike 


Michael  B.  Nye  PhD 

National  Exposure  Research  Laboratory 

EPA  Region  8 - Denver 

US  Environmental  Protection  Agency 

T:  303  312  6986 

M:  571  255  9359 


From:  Tyler,  Patti 

Sent:  Wednesday,  August  12,  2015  1:00  PM 

To:  Graham,  Kathleen;  Dyment,  Stephen;  Nye,  Michael;  vanDrunick,  Suzanne 
Subject:  FW:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 


FYI 


From:  Thomas,  Deb 

Sent:  Wednesday,  August  12,  2015  12:44  PM 
To:  R8  All  Employee 


1789386 


ED  000552D  00010484-00001 


Subject:  New  EPA  Website  for  Status  of  Gold  King  Mine  Response 


This  message  is  to  inform  employees  that  we  have  a new  website  dedicated  to  information  about 
the  Gold  King  Mine  response.  This  website  includes  the  latest  information  on  the  spill  and 
EPA’s  response.  Please  follow  the  website  for  the  latest  information: 

http://www2.epa.gov/goldkingmine 


Debra  H.  Thomas 
EPA  Region  8 

Deputy  Regional  Administrator 
303-312-6298 

th  omas  ,debrah@epa.  gov 


1789386 


ED  000552D  00010484-00002 


